Elizabeth Stewart Aird 


Elizabeth Stewart Aird was born 23 August 1855 to William Aird and Elizabeth 


. McLean. Was a twin to William who died at the age of seven. She had two brothers, 


Henry M. and John W. Aird. Also two sisters, Grace M. Aird Giles and Janet Aird 
Wing. Both sisters preceded her to the gteat beyond; 

She was rarried at seventeen years of age to Ludwig Anderson. Five sons and 
five daughters were born to’her . 


A growth started upon her neck during the summer of 1911. She was taken to 


- Provo General Hospital and her brother Dr. John W. Aird pronoundced it cancer 


of the throat. A little later she was taken to §,1t Lake City for examination 

by other dactors who gave the same opinion. Later she was taken by Dr. John 

Aird and her daughter Mary to Cleveland, Ohio to a cancer specialist but of no avail. 
She returned to Prove and died in the Hospital 5 December 1911. 


From record book of John A. Anderson 


^ 


"C PO Judge 

ers died schen Ludvig wos 
£505 he. his mother and a 
ed to America They set- 
«d he bo ame a member if 
h 
Elizabeth Stewart verd in 
liah., Aug. 11, 1872. He 
T several years, and ou ned 
that he used on his faro; 
“I from the canyons. Later 
lat the Abrahm Hatch and 
the Heber City Exchange), 
lor 30 years. It was often 
could set their clocks and 
ed to and from work. 
torable, kindly man with al! 


s of an early pioneer. He 
remembered for his love of 
ason, which he celebrate ct 
wedish style, 


wife. Elizabeth were the 
"ren. five boys and five 


‘beth died December 11 


Max 23, 1927 ar the aue 


Shen Henry, Eli: 
lines. John. Man 


p. 257 HB. 


» 


D 


92 LOKA 
Mlun P aa 


EX /r 
Yara (gar) er 
Ve 7 
Nfl le Dp» dee em L ÉK: 
Mary ierat dl i 
MÜLL Zeus Haben = Alter 
Late} o Mop re E i £. y 
III DA NA Lore ucdlorage Mote 


A, lee Arastraer Zus ur : 
A jee Meteora Aurel ) 


